SUMMARY OF REPORT 
COMMITTEE ON PUBLIC SAFETY 

SUBMITTED TO THE CITY COUNCIL AT THE 
MEETING OF JUNE 22, 2016 


Committee Meeting Held May 24, 2016 

The following ordinance amendment was recommended for approval: 


1 . 


Substitute Ordinance Amendment of Municipal Code Chapter 7-24 by 
adding new Section 7-24-228 requiring the filing of burned motor 
vehicle report with the Commissioner of Fire 




